Hamilton-Wentworth Catholic District School Board 
Elementary Enrolment Summary 

H a in il ton - We 11 r worth 

Catholic District School Bond 

Bviici'ing, Achieving, Serving 





JK 


SK 


FK 


01 


02 


03 


04 


05 


06 


07 


08 


Total 


FTE 


PreRe 


Annunciation of Our Lord Catholic Elementary School 


70 


69 




62 


67 


68 


45 


59 


75 


65 


66 


646 


576.50 


2 


Blessed John Paul II Catholic Elementary School 


35 


36 




37 


38 


40 


34 


44 


48 


37 


55 


404 


368.50 


1 


Blessed Kateri Tekakwitha Catholic Elementary School 


25 


32 




25 


25 


24 


26 


37 


31 


35 


31 


291 


262.50 





Blessed Sacrament Catholic Elementary School 


27 


28 




23 


26 


22 


40 


33 


26 


26 


32 


283 


255.50 





Blessed Teresa of Calcutta Catholic Elementary School 


35 


27 




28 


39 


37 


39 


43 


49 


50 


30 


377 


346.00 


2 


Canadian Martyrs' Catholic Elementary School 


17 


20 




21 


18 


10 


26 


18 


21 


32 


24 


207 


188.50 





Corpus Christi Catholic Elementary School 


41 


37 




39 


47 


33 


63 


42 


43 


53 


36 


434 


395.00 





Guardian Angels Catholic Elementary School 


60 


46 




50 


35 


58 


48 


46 


61 


52 


42 


498 


445.00 





Holy Name of Jesus Catholic Elementary School 


45 


39 




52 


49 


41 


42 


28 


45 


41 


43 


425 


383.00 





Holy Name of Mary Catholic Elementary School 


42 


40 




38 


58 


51 


39 


64 


58 


55 


78 


523 


482.00 





Holy Spirit Catholic Elementary School 


4 


10 




7 


13 


14 


9 


7 


3 


2 


16 


85 


78.00 





Immaculate Conception Catholic Elementary School 


52 


53 




45 


41 


41 


38 


33 


27 


24 


25 


379 


326.50 





Immaculate Heart of Mary Catholic Elementary School 


78 


94 




88 


91 


102 


81 


91 


99 


72 


67 


863 


777.00 





Our Ladv of Lourdes Catholic Elementary School 


32 


28 




34 


42 


41 


35 


34 


29 


43 


36 


354 


324.00 





Our Ladv of Mount Carmel Catholic Elementary School 


18 


16 




26 


24 


26 


28 


26 


37 


41 


48 


290 


273.00 





Our Ladv of Peace Catholic Elementary School 


19 


18 




23 


27 


23 


27 


31 


39 


30 


32 


269 


250.50 


4 


Our Ladv of the Assumption Catholic Elementary School 


39 


34 




31 


27 


28 


24 


30 


16 


25 


27 


281 


244.50 


1 


Regina Mundi Catholic Elementary School 


16 


11 




20 


22 


24 


22 


23 


27 


26 


19 


210 


196.50 





Sacred Heart of Jesus Catholic Elementary School 


13 


11 




16 


15 


16 


9 


15 


14 


19 


20 


148 


136.00 





St. Agnes Catholic Elementarv School 


40 


33 




33 


37 


32 


47 


40 


42 


43 


44 


391 


354.50 





St. Ann (Ancaster) Catholic Elementary School 


33 


35 




35 


42 


40 


26 


31 


29 


34 


34 


339 


305.00 





St. Ann (Hamilton) Catholic Elementarv School 


13 


16 




12 


13 


14 


17 


12 


18 


25 


19 


159 


144.50 





St. Augustine Catholic Elementary School 


27 


23 




25 


36 


29 


31 


30 


43 


32 


28 


304 


279.00 





St. Bernadette Catholic Elementary School 


26 


32 




27 


23 


28 


27 


30 


33 


39 


38 


303 


274.00 





St. Brigid Catholic Elementarv School 


25 


29 




25 


39 


41 


40 


25 


25 


27 


24 


300 


273.00 
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JK 


SK 


FK 


01 


02 


03 


04 


05 


06 


07 


08 


Total 


FTE 


PreReg 


St. Clare of Assisi Catholic Elementary School 


24 


31 




21 


30 


28 


40 


29 


32 


21 


35 


291 


263.50 





St. Columba Catholic Elementary School 


12 


6 




16 


12 


14 


11 


8 


20 


16 


7 


122 


113.00 


1 


St. Daniel Catholic Elementary School 


12 


10 




16 


21 


23 


23 


29 


31 


32 


33 


230 


219.00 





St. David Catholic Elementary School 


47 


57 




44 


52 


45 


47 


44 


50 


50 


63 


499 


447.00 





St. Eugene Catholic Elementary School 


45 


57 




51 


45 


51 


45 


52 


45 


42 


50 


483 


432.00 


2 


St. Francis Xavier Catholic Elementary School 


40 


29 




32 


32 


31 


30 


37 


44 


27 


38 


340 


305.50 





St. James the Apostle Catholic Elementary School 


13 


11 




16 


15 


13 


11 


24 


18 


24 


32 


177 


165.00 





St. Joachim Catholic Elementary School 


31 


26 




40 


43 


51 


53 


57 


62 


46 


63 


472 


443.50 





St. John the Baptist Catholic Elementary School 


33 


29 




28 


18 


31 


35 


35 


25 


29 


39 


302 


271.00 





St. Joseph Catholic Elementary School 


36 


39 




50 


49 


46 


45 


48 


58 


47 


39 


457 


419.50 





St. Lawrence Catholic Elementary School 


34 


49 




37 


31 


42 


38 


40 


41 


51 


32 


395 


353.50 





St. Luke Catholic Elementary School 


49 


27 




32 


43 


27 


33 


45 


46 


49 


60 


411 


373.00 





St. Margaret Mary Catholic Elementary School 


41 


36 




34 


45 


38 


38 


40 


48 


36 


47 


403 


364.50 


1 


St. Marguerite d'Youville Catholic Elementary School 


24 


36 




53 


45 


58 


42 


45 


51 


65 


49 


468 


438.00 





St. Mark Catholic Elementary School 


51 


60 




49 


74 


72 


64 


56 


70 


67 


73 


636 


580.50 





St. Martin of Tours Catholic Elementary School 


30 


29 




34 


33 


31 


36 


36 


26 


27 


35 


317 


287.50 





St. Matthew Catholic Elementary School 


93 


91 




82 


81 


62 


47 


55 


36 


40 


26 


613 


521.00 


2 


St. Michael Catholic Elementary School 


54 


51 




46 


40 


43 


59 


47 


66 


45 


61 


512 


459.50 





St. Patrick Catholic Elementary School 


23 


36 




28 


19 


14 


32 


25 


27 


28 


33 


265 


235.50 





St. Paul Catholic Elementary School 


23 


32 




30 


25 


26 


36 


29 


29 


27 


18 


275 


247.50 





St. Teresa of Avila Catholic Elementary School 


19 


26 




22 


27 


30 


38 


24 


39 


34 


31 


290 


267.50 


1 


St. Therese of Lisieux Catholic Elementary School 


62 


77 




67 


89 


69 


77 


82 


81 


77 


68 


749 


679.50 





St. Thomas the Apostle Catholic Elementary School 


29 


14 




14 


22 


16 


19 


26 


26 


32 


30 


228 


206.50 





St. Vincent de Paul Catholic Elementary School 


21 


22 




26 


25 


36 


30 


29 


40 


36 


37 


302 


280.50 





Sts. Peter and Paul Catholic Elementary School 


42 


65 




53 


72 


57 


65 


56 


61 


42 


70 


583 


529.50 







1,720 


1,763 





1,743 


1,882 


1,837 


1,857 


1,870 


2,010 


1,918 


1,983 


18,583 


16,841.50 


17 
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Current Secondary Enrolment by Grade 



Hamilton-Wentwonli Catholic Schools 





09 


10 


11 


12 


Total 


Bishop Ryan Catholic Secondary School 


293 


329 


329 


403 


1,354 


Bishop Tonnos Catholic Secondary School 


315 


294 


318 


410 


1,337 


Cardinal Newman Catholic Secondary School 


364 


387 


337 


481 


1,569 


Cathedral High School 


250 


284 


325 


648 


1,507 


St. Charles Catholic Adult Secondary School 











648 


648 


St. Jean de Brebeuf Catholic Secondary School 


378 


402 


364 


586 


1,730 


St. Mary Catholic Secondary School 


263 


254 


220 


359 


1,096 


St. Thomas More Catholic Secondary School 


434 


402 


412 


663 


1,911 


Total 


2,297 


2,352 


2,305 


4,198 


11,152 
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